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Notes from the Director 


No. 19 



PRESIDENT NOMINATES NEW DDCI 


The President today announced his intention to nominate Frank C. Carlucci, 47, 
currently the United States Ambassador to Portugal, to be the Deputy Director of 
Central Intelligence. 

I proposed Mr. Carlucci to the President because his varied experience in the 
foreign service and in other high level government managerial posts make him 
particularly well suited for the position of DDCI. 

A distinguished diplomat, Mr. Carlucci has spent virtually his entire career since 
his graduation from Princeton in 1952 in government service. 

Biographical information on Mr. Carlucci follows. 
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BIOGRAPHICAL INFORMATION 
FRANK CHARLES CARLUCCI III 


December 1974 - Present 
1972-1974 

1971-1972 


January - September 1971 
1969-1970 

1965-1969 

1964-1965 

1962-1964 

1960-1962 

1957-1959 

1956 

1955-1956 

1952-1954 

1952 


United States Ambassador to Portugal 

Under Secretary of the Department of Health, 
Education and Welfare 

Associate Director and Deputy Director, Office 
of Management and Budget 

Director, Office of Economic Opportunity 

Assistant Director for Operations, Office of Eco- 
nomic Opportunity 

Counselor for Political Affairs, Rio de Janeiro, 
Brazil 

Consul General, Zanzibar 

Officer in Charge, Congolese Political Affairs 

Second Secretary, Political Officer Kinshasa, 
Congo 

Vice Consul, Economic Officer, Johannesburg, 
South Africa 

Foreign Service Officer, Department of State 

Jantzen Company, Portland, Oregon 

Served in United States Navy as Lieutenant 
(Junior Grade) 

Graduated from Princeton University 

Born 18 October 1930 in Scranton, Pennsylvania 
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